From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: "Thomas J. Whalen" <whalen@swcp.com> 

Subject: [20405] 10 Meters 

Message-ID: <Pine.SUN.3.91.970528111348 .11329B-100000@kitsune.swcp.com> 


Hi All! Just noticed ssb signals from Texas rolling into N.M. on 10 
meters! I will be monitoring and calling cq on 28.060 for the next hour. 
>From 1115mdt till 1215 mdt. 72, and cu on 10cw Tom WB5QYT Albuquerque. 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: Norm Melick <henmel@worldnet.att.net> 

Subject: [20374] 10 turn Pots 

Message-ID: <338BBOFA.2A9C@worldnet.att.net> 


My 38S works great. That is until I attempted to change the 100K tuning 
pot to a 10 turn 100k pot. Now I keep ruining the 10 turn pots. My 
girl friend (Tech) asked me, "What is the rating of the pot?" 


I said, in my professional pilot/Tech+ voice, "I don't know". 

So the question of the day for us is, When I buy the next (and hopefully 
last) 10 turn pot, I have a choice between one rated at 2W and one rated 
at 5W. Which one? 

When you guys and gals get done laughing, an answer would be 
appreciated. 

She is reading the ARRL handbook, I am clearing the smoke out of the 
house. 

72's 

Norm Melick/KF6HSK 


I make a better pilot. 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: Barry Keating <Barry.P.Keating.1@nd.edu> 

Subject: [20389] 38 Special how to "Zero-Beat" Question 
Message-ID: <v0Q3007802afb1e20£14cb@[129.74.86.74]> 


A question for you Norcal 38 Special experts: 


When I tune a signal on my 38s (especially a strong signal) I can 
hear two images of the signal. One image is "higher" than the other (that 


is, one image is at a higher frequency than the other image). Both signal 
images seem to be "about" the same strength. 


I assume this is normal. Which signal should I tune to to 
"zero-beat" the station before attempting a call? 


I've made a number of contacts with the 38s but I believe they were 
made a bit haphazardly (i.e., I didn't know what I was doing, but the other 
station heard me anyway) ! 


Barry Keating 
WD4MSM 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: Dan Wolfe <n4roa@mounet.com> 

Subject: [20372] 50/40/30 Report 

Message-ID: <O1BC6AF8.07A63CE0@pm121.mounet. com> 


Conditions were really bad here tonight and was a bust as far as contacts go. 

I hope I did not miss anyone. QRN was bad at start and kept getting worse. 

I finally shut down at 0315 due to thunderstorms and lightning. If anyone would 
like to email me for a sked, please do so as I am free most evenings around 
Q000Z. Here is log of contacts: 


30 METERS SNT RCV STATE NAME PWR 

0010 WA1QVM 549 569 MA JOEL AW 

0013 N6DUR/1 559 559 RI BOB 100W 
0024 WASTYI 339 579 NM DENIS 3W/100W 
0030 KD6ULQ 339 329 CA DAVE 20W 
0032 VE2AWR 449 579 ONT SERGE SW 

0101 WOCGR 559 559 CO GARY 100W 
0110 WB8HBJ 559 339 MI ROGER 100W 
0124 KIOII 339 559 CO RON SW 
0143 K8CV 339 339 MI WALT SW 
0148 NOUVR 339 339 CO DAVE SW 
@154 KF6CTA 449 339 CA DICK SW 
40 METERS 

0235 NOUVR 449 (DAVE IN CO...LOST IN QSB) 

0300 N5URL 449 549 OK BOB 3W 


0315 (STORMS AND SHUT DOWN) 


Let me know if there are any errors and anyone needing a card, email request 
and I will get one out to you.Hope I get the oppurtunity to do this again under 
better conditions. Enjoyed it......... 


73/72 de Dan, N4ROA 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: "D.K. Philbin" <dphilbin@slonet.org> 

Subject: [20413] Adding the TICK-1 to the Norcal-40A 
Message-ID: <1.5.4.32.19970528184321 .00682804@slonet.org> 


Greetings! 


I hvae built and tested the TICK-1 (the little kit complete with the piezo) 
and I would like to have input from anyone who has added this to their 
Norcal-40. I would like to use the sidetone generated in the TICK if at all 
possible.. 


Thanks.. 


D.K. Philbin KD6TK 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: PDouglas12@aol.com 

Subject: [20406] AOL Class action settlement (not QRP, sorry) 
Message-ID: <970528132703_271141811@emout15.mail.aol.com> 


Gang, 


Apologies for the bandwidth, but I did want to make sure my QRP brethren knew 
about the AOL settlement if they are subscribers. As I read the proposed 
settlement, all monthly unlimited subscribers are entitled to two free months 
(~$40 worth) if they file a claim by July 25. Read the notice available 
online on AOL. To receive the benefit you must mail a real letter or 
postcard by that date. Again, print out and take the time to read the 
document, as it will be worth $40 bucks to you to spend five minutes reading. 


72, 


Preston WJ2V 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: "Jeff M. Gold" <JMG@tntech.edu> 

Subject: [20410] bad mixers exist 

Message-ID: <Q1IJEK6TNOVM8WWF83@tntech.edu> 


Well in comment to Paul's posting: 


One of my first kits was the HW9. I built it carefully. Got it 
done and did the recommended resistance checks.. all ok. Powered 
it up and got most of it aligned.. no receive. 


I have a friend that knows a thing or two about radios. I traded 
him a 6 meter beam for locating the radio's problem. He got to a 
point checking it and said he thought it was the mixer (think it 
is also a SBL-1). Got on the phone the next day to the Heath 
techs. They pretty much said what Paul did.. impossible... no such 
thing as a bad mixer. 


The dude came back the next evening with a homebuilt QRP 
transceiver, ugly contruction with a SBL-1 epoxied to the board. 
He pried it off, and put it in the HW9. Everything came to life. 


Now lets get real. No matter what part the part is in any 
manufactured item, them manufacture them with a % allowance for 
defective ones. mathematically even if that % is low, means that 
some one out there gets a defective part. 


the mixer in my QRP+ was bad, or evil magic exhists. The rig had 
almost no receive or Transmit, then soldered in a SBL-1 for the 
Index mixer, and the receiver works fine. the tx is still a little 
buggy. think I need a direct replacement. 


72 
Jeff 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: N4JS <n4js@amsat.org> 

Subject: [20426] CQrp?? 

Message-ID: <338CA6D1.1BD95EC7@amsat.org> 


Excuse the bandwidth, but I can't find Steve, K8IDN's address. 


Wondered what happenned to my membership application, (check sent 3 weeks 


ago). I can't get to the web page, I get "No DNS entry for 
www. infinet.com." 


Still there? 


John L. Sielke n4js@amsat.org n4js@pobox.com 


I \l ll} -o o£ t l7 2l n4js@n4js.ampr.org NJ Grid: FM29LN 
pe ese cc ltihe tl ltl Nae Sock http: //www.qsl.net/n4js 
I_I\_| |_| \/ |.../ NI-QRP #57 QRP-L #884 QRP-ARCI #9328 


NE-QRP #507 G-QRP #9544 NorCal #1989 QCWA FISTS #2781 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: ed.welch@cheaha.com (ED WELCH) 

Subject: [20370] Day's Inn Dayton South 

Message-ID: <8D8A502.0004003213 .uuout@cheaha. com> 


Doug Hendricks wrote..... 


-> Those of you who want changes made in the hotel accomadations. I 

-> have the following recommedation. Call the Dayton area hotels, and 
-> ask for the following: 

-> 

-> A block of 75 to 100 rooms. 

-> A banquet room that seats 200 for Friday night. 

-> A meeting room that will hold 200 that is to be thrown in for "free" 
-> for 3 nights. 

-> Unlimited number of people in a room. 

-> Free access to put up as many antennas as we want. 


I've never been to Dayton, of course I've only been a ham for not quiet 
a year now, but I've been listening to the banter back and forth 
regarding the Days Inn South. Personally, I doubt xveryx xveryx 
seriously that anyone will find an establishment with the requirements 
that Doug has listed above....and the requirements are all valid ones. 


Another thing is solidity and familiarity. Being as FDIM has been held 
at DIS for (how many?) years, folks know where it is, are accustomed to 
the "lay of the land", and actually feel kinda comfortable there whether 
they know it or not....and they don't think twice of putting up there 
turbo-charged, jack-a-lope, full-wave, 3-d, hexagon, vertical, 
either.<g> 


To me the DIS sounds like they're very accomodating to the QRP crowd. 
My family's business throws a party/banquet once a year for our 
customers. It started out as a meager meeting of the principals 10 or 


12 tire dealers having cold-cuts to 140-150 owners, wives, children, 
associates, etc., who come together once a year to see old friends, 
meet new ones, share business ideas, pat each other on the backs, tell 
lies, tell the truth, make individual plans for other excursions, to 
let their hair down, etc., etc.,..... which sounds much similiar to what 
goes on at FDIM. We have our meeting at the same hotel each year. 
>From year to year the hotel shows different degrees of comfort, 
cleanliness, etc., but we're xalways* shown great hospitality by the 
establishment. Our customers know the terrain, they feel comfortable 
in it, and they know how to get to the location (we've been doing this 
for going on 20 years). Familiarity means a lot. So does an 
accomodating attitude. 


If we were to suddenly tell everybody that we're moving to the XYZ Hotel 
I feel sure that we would lose some of our guests simply due to the 

fact of not being sure where the location is. Other's might (for some 
quirk of human-gray-matter) decide not to bother with coming. 
Consistency(sic?) means a lot. When we lose the consistency the band 
has a chance to begin to disband. Unity is ever so important, our 
customers feel as one big family (sounds more like QRPer's, eh?), and we 
want to keep ‘em that way. 


It's really not where you're at, it's getting the people together that 
counts. Suddenly throwing a severe change in there can tend to disrupt 
the flow and could possibly cause people to decide simply to stay at the 
ABC Hotel, or the Bill Clinton Hilton, or whatever, simply because 
"since we're changing hotels, why don't we just stay here since it's 
closer to blah, blah, blah,...". 


FDIM appears to have a tradition going (and yes, tradition stills means 
something to folks), plus, everybody seems to be "tuned" to show up at 
DIS. It's hard enough for folks with similiar interests in such a 
diverse hobby to get together in any kind of numbers. Making big-time 
changes, IMHO, could be detrimental for the group. Stick together 
folks, banter is good, BUT..... STICK TOGETHER. 


Besides what I've mentioned above I thought QRPer's did it with 
"less"..... DIS is just trying to be accomodating. :) 


Take care, I just wanted to vent my two-cents worth. SRI for the 
bandwidth. God bless. 


72/73 

Ed Welch KF4KRV 

NorCal Member #??? / 1st Grand Poobah ScQRPion of Alabama 
QRP-L #873 / FISTS #2964 

Luverne, Alabama : Crenshaw County - Grid EM61 

PIPELINE BUNGY, Skippers Canyon, NZ 


+-------------------------------------------------- + 
weer err n-- + Norcal 40a es Straight Key es Wire-wrapped Trees +---------- 
+-------------------------------------------------- + 
> Isn't "time" a 4-letter word? < 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: ed.welch@cheaha.com (ED WELCH) 

Subject: [20375] Days Inns...leave the contacts to QRP-ARCI 
Message-ID: <8D8A55F.0004003219.uuout@cheaha. com> 


-> Here we go again, gang.. PLEASE let the QRP-ARCI have a chance 

-> before you mess it up for all. Compared to the place we had down town 
-> Days Inn is a palace. LET THE CLUB OFFICIAL do the contacting or we 
-> will not have a place in the future. 


With the number of attendees at Dayton, I doubt seriously that DIS would 
have a problem renting the rooms, the conference rooms, etc., should 

the QRP group decide to go elsewhere. Rushing in and hollering at some 
folks that probably don't even know what QRP is and probably don't care 
will probably cause them to raise an eye and possibly question the 
"free" hospitality suite, etc.,. It seems that hotels are not 
over-abundant in Dayton during a certain few days in May so to speak too 
loudly could result in a "homeless" group of QRPer's at Dayton. 


One other note regarding the conditions encountered at DIS. I've seen 
it with other hotels where the accomodations degrade to a degree when 
suddenly the corporation or whoever decides the place needs a face-lift. 
It just might be that within the next year or so DIS might get one of 
these face-lifts. But, in the meantime, deal with it....it's a roof, a 
place to rest, a place to store your "goodies", a place to set up a 
station, etc.,. Anyhow, you're supposed to be at the flea-market, 
exhibits, meetings, dinners, whatever..... you only go to the room when 
there's absolutely nothing else to look at, talk about, compare, play 
with, drool over, haggle over, sip on...... 


No warm showers? Heck, a cold shower wakes ya up and gets ya ready to 
tackle the day's events!!!! Good for ya! ;) 


72/73 

Ed Welch KF4KRV 

NorCal Member #??? / 1st Grand Poobah ScQRPion of Alabama 
QRP-L #873 / FISTS #2964 

Luverne, Alabama : Crenshaw County - Grid EM61 


PIPELINE BUNGY, Skippers Canyon, NZ 


+-------------------------------------------------- + 
ee a ae + Norcal 40a es Straight Key es Wire-wrapped Trees +---------- 
+-------------------------------------------------- + 
> Isn't "time" a 4-letter word? < 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: Mike Czuhajewski <wa8mcq@u1.abs.net> 

Subject: [20366] Dayton phone scam (fwd) 

Message-ID: <Pine.BSI.3.93.970527213807 .27233B-100000@u1.abs.net> 


I sent this off to the QRP ARCI BoD and officers to let off some steam, 
not wanting to bother qrp-1l with it, but then decided I'd do it to 
qrp-l after all--someone else may have gotten scammed by these folks as well. 


73 and Queue Our Pea DE WA8MCQ wa8mcq@abs.net 


Se meee Alaa e Forwarded message ---------- 

From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: danjt@ix.netcom.com (DAN TRIGILIO) 

Subject: [20388] EICO 377 info 

Message-ID: <199705281317 . IAA26980@df£w-ix12.ix.netcom.com> 


Hello-- I am looking for a schematic and manual for a EICO model 377 
Audio Generator. Of course I'll pay all copying adn shipping costs. 
Thanks for the help. 73 es GL, Dan, N1DT 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: "Marshall Emm" <mgemm@mtechnologies.com> 
Subject: [20407] FDIM PROCEEDINGS? 

Message-ID: <199705281736.LAA00160@lynx.csn.net> 


Are the Proceedings going to be available this year? 
73 

Marshall Emm 

AAOXI/VK5FN 

aaOxi@mtechnologies.com 

http: //www.mtechnologies.com/mthome 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 


From: "Wilford D. Lindsey" <70511.3041@CompuServe.COM> 
Subject: [20384] FS:Tuners 
Message-ID: <970528122219_70511.3041_THD80-1@CompuServe. COM> 


Gang: 
I have For Sale two tuners: 


1. MFJ949E. Brand new, absolutely pristine. Used only a couple of hours. 
Complete with original packaging, manual. Excellent match for QRP, and 
can operate up to 300 watts. Current in MFJ's catalog. 


Cost = $110.00 including UPS shipping in continental US. 


2. Dentron SuperTuner. Can handle up to 3KW. Bands 160-10. Excellent 
condition electrically, never abused. A good FOX hunter which can tune 
just about xanything* with its big coils and capacitors. 


Cost = $90.00 including UPS shipping in continental US. 


72/73, 
--Doc/KOEVZ qrp-1 861 norcal 2050 cqc 414 mn-qrp 19 nj-qrp 69 ak/qrp 139 
ARCI ??? ARRL 
Argosy 525 QRP+ QRP++ Sierra Norcal 40a HW-9 Argo 515 SW-30 
Explorer II-30 TT 1340 Schurr Paddles TNT/2 Windom SLV/W6MMA 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: Dennis Terribile <wr4i@mindspring.com> 

Subject: [20383] FS> AEA DX Handy(10m/QRP)> $165 

Message-ID: <199705281218. IAAQ0422@brickbat8.mindspring.com> 


Hi All.. 

Have a AEA DX Handy QRP 10m cw/ssb transceiver for sale. This is the same as 
the Mihizo's and was imported by AEA back when. Its about the size of a 
Radio Shack 2mtr HT 202. Covers 28.395-28.502 with the supplied crystals, 
but can cover any portion of 10 with different crystals. Uses 6 alkalines or 
7 nicads (AA). Built in charger. About 2 wts out. Built in speaker. 


Controls on top: RIT/Vol/VFO/NB(noise blanker)/BNC ant input/spkr/mic 
jacks/meter for battery/output/cw send button/Band A-B (for switching 
between the 2 supplied crystals. 


Controls on bottom: external power for charging >13.8v or 9.5v direct 


input/cw key jack/ssb/cw switch/ option switch(?) 
Control on side: PTT button (ssb). 


Comes with 10m whip antenna. The “instruction sheet" is in storage 
(Mayflower!) and until we buy a house and move outta this apartment...that's 
where it stays, but its simple to operate. (maybe some kind soul on the list 
has the Mihizo version and can supply a copy?) 


The beauty of this rig is that its all self-contained. No 
tuners/keyers/antennas to lug around. Climb that mountain this summer, whip 
out this baby and work the world...as long as 10m is open :). 


Rig is in good condition ..abt a 9 on scale of 10. Asking $165 + $4 ship (US 
Postal/insured/priority). 

72, 

Dennis/WR4i 

Charlottesville,VA 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: Wayne Glover <wayneg@ci.ogden.ut.us> 

Subject: [20391] Heathkit and other antique manuals 
Message-ID: <338C45D7.53F4@ci.ogden.ut.us> 


Dave Fisher says he still has the old manuals from Heath etc. please 
contact him directly at <utahfolk@konnections.com> if you are interested. 
thanks - Wayne 


Heathkit: HW7, HW8, HD10, HW16, HG10, HG10B, HR1680, HX1681, PS23, AA32 
TenTec: 580, 247/277, 574/C21 dig, C21 

Hammarlund: HQ150, HQ120, HQ 140, SP400 

Yaesu: FTdx401 

Johson: Viking matchbox 

Kenwood: TR7600-SM, TR7600 

National: NC183D 

Hallicrafters: SX28A 

General Radio: 1650A, 1656, 1232A, 1240S, 1216A 

Icom: 215, 25A, 2AT, BC20/N900 


I know Danny K3TKS was looking for some Hotwater versions for the 
Maryland QRP library. 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 


From: John Burnley <burnley@netins.net> 
Subject: [20386] Help with 38s 
Message-ID: <338C2C7D.23CE@netins.net> 


I've finished my 38s and am having trouble getting it operational. If 
any of you have some time to help me debug (and lots of patience) please 
drop me a private e-mail. Thanks! 

72/73, 


John (NUOV) 
Urbandale, IA 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: Jack WA7LNW <wa7lnw@earthlink.net> 

Subject: [20377] Hootowl Results - WA7LNW/QRP 

Message-ID: <199705280631.XAAQ0109@italy.it.earthlink.net> 

Wow.... 

This event was a real "Hoot"! 

I sure enjoyed last Sunday night's ARCI QRP Hootowl Sprint. 

Great weather here in Phoenix, cool evening, clear sky and a light 
breeze, encouraged me to set-up outdoors for the evening next to my 


HF-2V ground mounted vertical antenna. 


By all reports, it sounds like we all had fun, despite the heavy QRN 
conditions on the lower bands. 


I primarily concentrated on 40 meters with the exception of one contact 
on 20 and 80 meters. 


Rig: HW-7 and 80 meter homebrew transceiver, 2.5 watts. 
Ant: Butternut, HF-2V vertical 


My final score: 120 (Total Points) X 17 (SPC) X 7 (Power Mult.) = 
14,280 pts. 

WA7LNW/QRP ARCI QRP Hootowl Sprint Log 

CALL STATE 


N6WG CA 40 mtrs (0300 UTC) 
K8BBM / ONE 


WA6NAE CA 


NJ7M OR 

KGOXS CO 

KI6DS CA 

N7MFB WA 

WD6FDD CA 

KO6PG CA 

WB5QYT NM 

WA6BOY CA 

W5VBO AZ 

KBOWQT co 

KN6YD CA 

N6MM CA 

WR6QV CA 

WJ7H UT 

KI5MG OK 

K50I NM 

KIOG CO 

N5URL OK 

NOOCT MO 

K5RPN CA 

NFOZ CO 

AB7TK ID 

WB9QDL / O CO 

W9UQB AZ 

KGOTH CO 20 mtrs 
KI7NS WA 40 mtrs 
KO40 AL 

WO3B CA 

W6MN CA 

AA1IMY CT 

W8LPR CA 

K60YY CA 

WAG6EIW OK 

K7MPH OR 

KB6FPW CA 

W6ZH CA 

WO3B CA 80 mtrs 
KH6DRW HI AO mtrs 
KB2HKH / M SC (0400 UTC) 


See you in the next QRP operating event! 
73's de Jack, WA7LNW 


\\I// 
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wan nen nn nen nn nen ee ne ee 000---(_)---000------------------------- 


Jack M. Reed, WA7LNW 
16423 N. 54th Avenue, Glendale, AZ 85306 U.S.A. 
Phone: (602) 938-5406 FAX: (602) 938-5406 
E-mail: wa7lnw@earthlink.net 


000 Ooo 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: Bill Myers <bjmyers@arc.net> 

Subject: [20430] HW-7/8/9 Info on Homepage??? 

Message-ID: <1.5.4.16.19970528170122 .1ae77d66@mail.arc.net> 


I will be re-doing my homepage in the next week or so. 


I am considering putting up pages with Mods for the HW-7 and HW-8. Later I 
plan to add a page for the HW-9. Any posted will have the proper name of 
the original author. 


Most of the information I have found has been published in MANY MANY 
journals and magazines. I realize that many of these journals copyright 
their material, however, in most cases final "authority" for reproduction 
rests with the original author. Thus my main question... 


Not everyone is on the internet. Those who are I can ask via e-mail. Those 
that aren't I'll have to use snail mail. If they can't be reached by snail 
mail, it is my understanding that reproduction is permissible as long as 
they are properly acknowledged. Believe it or not, I was told by a local 
attorney to put the information up and when the author complained, take it 
off BUT I don't work that way. 


I plan to e-mail those authors of this material on the list within the next 
week or so. 


My intention is not to undermine anyone's money making projects, but to 
consolidate as much of the information as I can at one site. 


Comments, guidelines, advice??? 
Please respond via PRIVATE e-mail as this isn't REALLY QRP related. 


72/73 


Bill Myers KK4KF Grid - EM60rk 

FISTS#2390 QRP-L#755 ARCI#9282 scQRPions#42 

CQC#386 NE#508 AK/QRP#O81 

Snail Mail P. O. Box 178 Shalimar, FL 32579 

e-mail <bjmyers@arc.net> 

homepage http://www.nfds.net/~bmyers/ 

CHECK OUT THE FISTS INTERNATIONAL CW CLUB U. S. HOMEPAGE 
http://n9nvv.qrp.com/~fists (That's N9 NV V) 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: "Jef£ M. Gold" <JMG@tntech.edu> 

Subject: [20423] Index 

Message-ID: <Q1IJER2ZI6U7M8WWKT2@tntech.edu> 


To be fair, 

I just did get a response (thanks to Ti, W5FN) from index and will 
be able to order a replacement mixer... still didn't geta 
response to my original inquiries about help with the problem. 


think I may order an extra one just to be sure 


72 
Jeff 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: "Jeff M. Gold" <JMG@tntech.edu> 

Subject: [20400] index mixer replacement 

Message-ID: <Q1IJEFFGKQYW8WWF83@tntech.edu> 


Anyone know the number or other info on getting a mixer 
replacement for the QRP++? 


thanks 


72 
Jeff, AC4HF 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 


From: w8lrm@juno.com (Albert K. Rea) 

Subject: [20367] lbbarley@feist.com (Bruce Barley): Days Inns of America - Home 
Page 

Message-ID: <19970527.211923 .11439.0.w81lrm@juno.com> 


Here we go again, gang.. PLEASE let the QRP-ARCI have a chance 
before you mess it up for all. Compared to the place we had down town 
Days Inn is a palace. LET THE CLUB OFFICIAL do the contacting or we 
will not have a place in the future. 


saSSeeses Begin forwarded message ---------- 

From: lbbarley@feist.com (Bruce Barley) 

Subject: Days Inns of America - Home Page 

From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: Walter Dufrain <dufrain@gte.net> 

Subject: [20369] LZ1LZ on 30 mtrs 

Message-ID: <338BA393.6345@gte.net> 


Hi to the qrp-l..... LZ1LZ Ken in Sofia is on 10.1120.. 
just worked him with 4 watts and a 40 mtr loop, horizontal 
at 17 feet. He is running a 599 here near St.Louis, MO 
73/72 de Walter AG5P 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: Ed Tanton <n4xy@bellsouth.net> 

Subject: [20415] Matching Xtals for Filters 

Message-ID: <3.0.1.32.19970528150716 .00a13a50@mail.atl.bellsouth.net> 


In a word Tim: no. It IS a thought: if you had "perfect pitch" AND a 
receiver that was stable to several cycles short term-or rather for the 
time necessary to compare enough crystals to find your matches... then 
maybe. But I question whether a person can distinguish differences in the 
tens of cycles (OK: Hertz.) Personally I don't think so. I THINK you would 
want crystals as perfectly matched as possible... some of you crystal 
filter gurus can answer that. But overall as to this idea as a method, I 
don't think so. It NEVER hurts to ask Tim. How else are we going to learn. 


At 01:58 PM 5/28/97 -0800, tim_hynde@idecc.com wrote: 


Gang: 
Don't laugh out loud but: 


When hand picking crystals for a filter network, can you do it by ear? 
That is to say, can you plug them into an oscillator circuit and 


VV VV VV VV 


> listen on a receiver for the ones closest in tone? Or are you looking 
> for much more precision? 

> 

> How close should they be to each other? What can I expect? 

> 

> What if I just use four from the same batch? If they are off a little 
> how much will it affect the final result? 

> 

> 

> Tim, ka8ddz 

> 

> 

> 

> 

> 

> 

72/73 

Ed Tanton N4XY ~~~ EMATL: nd4xy@bellsouth.net 

189 Pioneer Trail 

Marietta, GA 30068-3466 TEL: (770)579-3933 V/MBX/FAX 

QRP-ARCI #7663. G-QRP #6779  OK-QRP #172 — QRP-L #758 

AdvRC #140 NORCAL #1779 NCDXF SEDXC 
Life Member: ARRL AMSAT INDEXA QCWA 


INTERESTS: DX  QRP BoatAnchors Test Equipment Photography 
CW: 99.9% QRP: 95-100% (Mood swings!) Mercury Paddle #0214 


"Think you can, think you can't: either way you're right!" Henry Ford 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: Bill Myers <bjmyers@arc.net> 

Subject: [20428] MFJ 9040 Questions 

Message-ID: <1.5.4.16.19970528170116.1ae7fad4@mail.arc.net> 


I've recently aquired a MFJ9040. I really like it and have had some really 
nice QSO's with it. And it is a lot smaller than my HW-8 and is putting out 
about 3 watts compared to 1 watt on the HW-8. 


However.... I got a couple of questions. 


I have done a complete alignment per the book. The only "problem" here is 
that the opposite sideband is NOT supressed. The book tells you to adjust 
the BFO Trimcap so that the Voltmeter peak coincides with a 700 Hz tone. It 
then says to check supression of the opposite sideband. IT DOES NOT TELL 
YOU HOW TO ADJUST FOR SIDEBAND SUPPRESSION if it isn't supressed. Can anyone 
help here. 


The AGC on this one appears to be operating fine at the factory specs, 
however, when sending the sidetone appears to be overdriving. How can I 
turn down the "drive" of the sidetone so it doesn't saturate the receiver. 
The receiver is recovering very quickly when I unkey and I can hear signals 
very well between cw characters. It's almost like a THUMP, but not quite. 


ALSO, has anyone sent one of these (or any 90xx series) radio back to MFJ 
for a factory alignment? I was told it runs about $30.00 now. Wuld it be 
better for me to send it back and let them do it, or can I get it done myself. 


I do have basic test equipment, freq generator, older Heathkit o'scopes, 
DMM, etc. 


Any information and help will be appreciated. 


Bill Myers KK4KF Grid - EM60rk 

FISTS#2390 QRP-L#755 ARCI#9282 scQRPions#42 

CQC#386 NE#508 AK/QRP#O81 

Snail Mail P. O. Box 178 Shalimar, FL 32579 

e-mail <bjmyers@arc.net> 

homepage http://www.nfds.net/~bmyers/ 

CHECK OUT THE FISTS INTERNATIONAL CW CLUB U. S. HOMEPAGE 
http://n9nvv.qrp.com/~fists (That's N9 NV V) 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: "Al McRorie" <amcrorie@execulink. com> 

Subject: [20373] MRX 40 receiver 

Message-ID: <199705280351.XAA20028@execulink.com> 


bought 2 of these little receivers at Dayton from Steve K8IDN, just got together 
today 

with a friend of mine and built both of them. oh but for the tired old eyes. 
they both 

went together real easy and seem to be working, no sigs at time on 7040, still 
need 

to add the cap across the audio output to get rid of the squeal, real nice size 


and this 

was one of the things I did want to buy at Dayton. now need to build a companion 
xmtr 

in time for use on field day, want to give it a try then, perhaps now is the time 
to put 

my 

ONER together, 


72/73, 

Al McRorie VE3GAM 

amcrorie@execulink.com 

London, Ontario, Canada EN92 jx 

ARRL Lifer, ARCI #5870, QRPL #1064, NORCAL #???, LARC, RAC 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: "Al McRorie" <amcrorie@execulink. com> 

Subject: [20414] MRX 40 squeal 

Message-ID: <199705281852 .0AA22968@execulink. com> 


got couple of queries re squeal in MRX 40 rx, note in the instructions I got 
with kit says to put .01 uf cap across the audio output if you have the squeal, 
have not done this yet but will. 


Al McRorie VE3GAM 

amcrorie@execulink.com 

London, Ontario, Canada EN92jx 

ARRL Lifer, ARCI #5870, QRPL #1064, NORCAL #4#???, LARC, RAC 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: Paul Erickson <paull@wizard.ucs.sfu.ca> 
Subject: [20403] MTP3055E vs MTP3055EL 

Message-ID: <9705281706.AA28160@wizard.ucs.sfu.ca> 


Hi Everyone, 


Just had a frustrating talk with a local supplier with whom I had placed 
an order for several mtp3055e some weeks ago, but somehow the order got 

messed up, so they are not available, but I can get some mtp3055el . As 

I understand it the only significant difference is that with the "e" 

the tab is insulated and with the "el" it is not, meaning I will need to 
use mica insulators etc. I am intending to use them in my qrp-plus and 

a couple of 38s. Can anyone tell me if there are other problems I am 


missing? 


cheers, Paul 
VE7CQK 
email: pauli@wizard.ucs.sfu.ca 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: "Gary R. Hanson" <ghanson@uts.cc.utexas.edu> 
Subject: [20419] NC38S and 10 turn pot 

Message-ID: <338C9E48.2860@uts.cc.utexas.edu> 


Hey Gang, 


Saw the earlier thread about using a 10 turn pot in the 38s and thought 
I would throw my 2 cents in on this discussion. 


I ordered a 10 turn pot from Mouser (about $17 for the non-plastic 
variety) and installed it in the NC38S. It worked fine for about a 

day. Varied the voltage from near zero to 8 volts. Then it stopped 
working and when I checked the voltage range it ran from 8.04 to 7.93 
through 10 turns. I figured it must be shorted out. I took it out and 
pulled the 10 turn pot from my GM-15 (of course 15 meters opened up the 
next day:-( ) and the NC38S works fine again. It also worked fine with 
a single turn pot in the circuit. The strange thing is that when I 
check the resistance with the Mouser pot out of the circuit I get the 
full range from 0 to 100K. Is the pot bad and can I return it to get my 
money back? If I'm getting the full resistance range out of the 
circuit, why wouldn't the voltage track with it in the circuit? If it 
is really shorted out, shouldn't I get a restricted range in resistance 
or very high resistance reading when I tune through the 10 turns? 


After putting the GM-15 pot in the cirucuit, I also experimented a bit 
with making the tuning a little more linear. [Got some good advice from 
my earlier post.] Originally, my first turn range went from 10.094 to 
10.112...a bit much for my way of thinking. I added a 15k resistor 
across the wiper and grounded side of the pot and that changed the first 
turn tuning range from 10.094 to 10.108. I took out the 15k and put in 
a 10k and it dropped the first turn tuning from 10.094 to 10.106+. I 
plan to try the resistor/diode combo recommended in the last QRPp and 
see how that works next. After the first turn with the 10k resistor, I 
get about 3 Khz per turn all the way up through turn 9 to about 10.125. 
The last turn goes from 10.125 to 10.129. Once I get the tuning a 
little more linear, I plan to add a resistor in series from the grounded 
arm of the pot to the NC38S PCB board ground to set my bottom frequency 
on 10.100 


Any body else using a 10 turn pot? Reactions? 


I really like the 10 turn pot as it spreads out the signals, though in 
some parts of the tuning range, I have to make more than a half turn to 
get from the low side of the signal through zero beat to the high side. 
I haven't tried the RIT mod, but if you want to avoid thumps and chirps 
and don't mind adding 40% to the cost of your rig, I would highly 
recommend a 10 turn pot. 


72, 


Gary KIJ5VW 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: Tony Fishpool <G4wWIF@compuserve.com> 

Subject: [20382] New Advanced Licence holder - me! 
Message-ID: <199705280754_MC2-1764-6530@compuserve. com> 


Greetings all, 


I am pleased to announce that the 4 hours spent taking exams 
during the Hamvention has resulted in a new shiny callsign. 

When next I visit your shores, I will be able to operate as 

KI8CR. I'm thrilled skinny! 


Graham G3MFJ has his Extra call, but I'm not going to steal 
his thunder by announcing what it is before he does. 


Kind Regards 
Tony - G4WIF/KI8CR 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: JEVERHART@cayman.v£.mmc.com 

Subject: [20394] NJQRP meeting 5-31-97 

Message-ID: <970528104035 .2020ddc5@cayman.v£.mmc.com> 


Gang, 


The NJQRP group has been discussing holding a meeting of the clan on this 
Saturday, May 31. Postings have been made on the njqrp e-mail relector about 
the get-together, but anyone interested is invited to come along and meet the 
crew. The following is a "lift" from the njqrp web page with a few additions. 
Apologies to George Heron for the plagiarism! 


Come one come all and see what we are all about! 
NJQRPNJIQRPNIQRPNJQRPNIQRPNIQRPNIJIQRPNJIQRPNIQRPNIJIQRPNJQRPNIQRPNJQRPNJQRP 


By popular demand (and latest e-mail discussion), our next meeting is this 
coming Saturday, May 31st, starting at 9:30am in the Mercer County Park (near 
Rt. 1 and I-295, sorta between Princeton and Trenton, behind Mercer Community 
College). 


Since this is an "out in the open" type of meeting, we'll obviously be subject 
to nature's elements and we may need to adjourn to a local restaurant for 
coffee and discussions if it's raining. 


Otherwise, we'll be setting up temporary antennas 'n such, and discussing the 
main topics for the day: 


1) Field Day planning 
2) Dayton discussion and "show & tell" 
3) Club Project discussion: "NJQRP Beacon" 


A map is posted on the njqrp web page at http://www.njqrp.org for those who may 
need it. Those of you who have attended the Trenton Computer fest at the 


Mercer County Community College probably used the park for parking your car! 


We intend to meet near the marina at the south end of the park so look for us 
there. We will monitor 146.52 fm for assistance in locating the group. 


72/73, 


Joe E., N2CX 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: tim_hynde@idecc.com 

Subject: [20411] No subject given 

Message-ID: <9705288648 .AA864843626@idec_mail.idecc.com> 


Gang: 
Don't laugh out loud but: 
When hand picking crystals for a filter network, can you do it by ear? 


That is to say, can you plug them into an oscillator circuit and 
listen on a receiver for the ones closest in tone? Or are you looking 


for much more precision? 
How close should they be to each other? What can I expect? 


What if I just use four from the same batch? If they are off a little 
how much will it affect the final result? 


Tim, ka8ddz 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: Bill Myers <bjmyers@arc.net> 

Subject: [20429] OHR Price Reduction 

Message-ID: <1.5.4.16.19970528170119.1ae7559c@mail.arc.net> 


I have bought the WM-2, SCAF, and DD-1 for the normal price of the WM-2 and 
DD-1. 


The kits are easy to assemble, the instruction books are VERY EASY to follow. 
Top Quality boards and parts. Complete Kits! 


Other than spending my money there, I have no other financial 


72/73 


Bill Myers KK4KF Grid - EM60rk 

FISTS#2390 QRP-L#755 ARCI#9282 scQRPions#42 

CQC#386 NE#508 AK/QRPHO81 

Snail Mail P. O. Box 178 Shalimar, FL 32579 

e-mail <bjmyers@arc.net> 

homepage http://www.nfds.net/~bmyers/ 

CHECK OUT THE FISTS INTERNATIONAL CW CLUB U. S. HOMEPAGE 
http://n9nvv.qrp.com/~fists (That's N9 NV V) 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 


From: "Jeff M. Gold" <JMG@tntech.edu> 
Subject: [20387] QRP+ - fix-the adventure 
Message-ID: <Q1IJE9LRWIMG8WWEHX@tntech.edu> 


Well Conard Murray, WS4S, famed ham radio photographer came over 
last night to help me work on my QRP++ 


I am thoroughly disgusted with Index.. doesn't return Faxes or 
phone.. great guy... buy a $700 radio and get left hangin in the 
wind.. sure want to do business real soon with him and his new 
ventures. 


well by the time Conard came over it was into the evening and we 
were both a bit tired.. first mistake. I took the top board off 
and we decided since I had an extra SBL-1 that it was probably 
just as quick to replace the one on the board as to test it out. 
Well I hope someone will let me know how they got the mixer off 
the board.. we tried for some time and couldn't .. we ended up 
cutting the metal case and cleaning it out and soldering directly 
to the legs. Well.. still can go back and correct that.. then 
realized by looking at the schematic that it couldn't be the 
SBL-1.. it is part of the receive only section.. and I was having 
transmit problems. 


Next we found the Index Mixer (yes the new one and it blows quite 
easily also). just cut the case.. cleaned out all the sticky stuff 
and soldered another SBL-1 on top. We looked at Larry East's 
protection mod and noticed that the component numnbers didn't 
match my QRP+ Conard ended up putting the mod in the holes marked 
?? VR1??? something like that. 


the receive works fine now and get transmit power on all bands but 
as you go to the lower bands you get less power. I only get about 
3 on bands down to I think 30 meters and then less than 1 watt 
with a good match on the antenna. 


I would guess I need to get hold of a direct replacement? 


have to work on that. hope there is another source other than 
Index. 


still like help in finding out how to get the mixers off the 
board.. are they epoxied 


thanks 


72 
Jeff, AC4HF 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: Larry East <wihue@amsat.org> 

Subject: [20431] QRP++/QRP+ Mixers 

Message-ID: <2.2.16.19970528224349 .1c37e6ac@eloi> 


>From Paul, NASN: 


>I could be wrong, but I find it hard to believe so many of these 
>passive mixers can be going bad from my experience. Instead, I 
>would suspect the LO drive. It needs to be around +5 to +7dBm of 
>LO power (at least 100mVrms = 300mVpp), which is significant. 
>Before replacing an SRA or SBL mixer, ensure you have GOBS of 

>LO drive power. Much less than the +7dBm, the internal diodes 
>just aren't biased on to perform any mixing action. It will 
>appear like a dead mixer. 

> 

Well, I lost TWO SBL-1 mixers in my QRP+ before I added some diodes to 
protect it from static discharges coming from the antenna. 


Yes, those &$#@! things are damn near impossible to remove without ruining 
something (either the mixer itself, the board, or both)!! The problem is the 
plated through holes and the big heat sink provided by the ground-plane on 
the bottom of the board. 


In the QRP++, both mixers are active during receive and transmit. In the 
QRP+, only the first mixer is used for both, the second one (near the front 
right edge of the board) is used in receive only (product detector). 


The front-end mixer in the QRP++ is a proprietary "new improved" version 
that apparently will take more of a beating than the SBL-1. In my opinion, 
the claim made by Index that this mixer is the "heart of the more sensitive 
receiver" in the QRP++ is pure BS. As far as I can tell, the improved S/N of 
the QRP++ relative to the QRP+ (original version using an SBL-1) is 
primarily due to the use of shielded inductors for the input LP filter. A 
SBL-1 (or equivalent) should work just fine in the QRP++. 


Why Jeff saw his power drop off on the lower bands is a mystery to me -- but 
Paul's suggestion to check the LO output is a good place to start. 


72 and good luck, 
Larry W1HUE/7 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: Monte Stark <ku7y@sage.dri.edu> 

Subject: [20408] QST Article 

Message-ID: <Pine.SUN.3.90.970528103912 .3841A-100000@vortex> 
Many thanks to all for the offers of copies! 


I have a copy on it's way. 


What a great bunch! 


73, Ron, SOWP 5545M, 

Bid aeecd Aes KU7Y.....ARCI #8829.....Monte "Ron" Stark..... 
....ku7y@sage.dri.edu........... Washoe Lake, Nevada.... 
....-QRP-L #17...ARS #49...NorCal #330..... NRA LIFE..... 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: N4JS <jsielke@pobox.com> 

Subject: [20427] Re; CQC (also missing) 

Message-ID: <Pine.LNX.3.95.970528174730.3298A-100000@jsielke.ppp.cyberenet.net> 


Here I go again. sent the following query on CQC's (Colorado QRP Club's) 
web page. Got it returned by Compuserve. What happened to them? 


(Looks like I am having trouble witn QRP clubs starting with "C") 
From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: David.Reid@asml.nl (David Reid) 

Subject: [20379] results of WPX test from PA3HBB 

Message-ID: <199705281108 .NAAO2628@wspub002.asml.nl> 


Hi guys... thought you might like to see my QRP WPX QSOs. 
I only operated a short time on Sunday night 21:15 to 22:44 GMT 
but managed some good DX anyway... 


So, here is the log extract: 


BAND: 3. 5MHz 

RADIO: TS850SAT 

POWER: 3 WATTS OUTPUT 

ANTENNA: DIPOLE AT 25 FEET AGL (24 FEET ASL) 


LA9GX PA6WPX 


LY1DD HB9FMD 
406A LY3ID 
OF4A LY7A 
LY3MR G3TXF 
HA3LI LY6K 
F6AVS DK4WA 
HG1S DLODX 
RW2F EW35WB 
DL7SDW 

OH1AFO 

YQ20N 

UYOZG 

Z31MM 

LY2PAQ 

UT5VTO 

TM5Q 

HA6EU 

OM5M 

9A1A 

BAND: 7 MHz 


RADIO: TS850SAT 
POWER: 3 WATTS OUTPUT 
ANTENNA: CUSHCRAFT AP8A ELEVATED VERTICAL 


BAND: 14 MHz 
RADIO: TS850SAT 
POWER: 3 WATTS OUTPUT 


JR5SPDX 
AA3B 
N4CM 
KVOQ 


Comments... not too bad for a couple of hours keying... 

The verticle doesn't seem to perform very well on 40M 

I think the groundplane needs improving... 

I could hear ‘em but couldn't raise them - apart from a few QRZ?s 


On 20M the vertical works extremely well... 
It is mounted on the corner of the fence which goes round the tennis court 
and then I have a 1/4 wave wire groundplane connencted directly to it. 


Was too tired to carry on - but I had a quick listed on 15 and 10 and could still 
hear a few stations from the US... 


So, there you go, WPX for another year. 


73 es gud dx oms 
de Dave 
PA3HBB / GOBZF 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: Paul Harden <pharden@aoc.nrao.edu> 

Subject: [20402] SBL-1/SRA-1 Mixer Replacement 
Message-ID: <199705281628.KAA12933@zia.aoc.nrao.edu> 


First ... I don't own a QRP+ and therefore not aware if there 

is any particular problem or sensitivity with the mixer. Doesn't 
it use the MiniCircuits passive mixer, such as the SRA or SBL 
series? 


My comment is simply that we must have a thousand SRA and SBL 
mixers in the LO and IF system here at the VLA observatory. Most 
of the IF modules were built in the late 1970's and early 1980's. 


Short of momentary power failures, they have been energized now 
for pushing 20 years. Some are located in the vertex room under 
the dishes, exposed to very hot to extremely cold conditions and 
extreme vibration. I HAVE ONLY SEEN 2-3 FAILURES OF THESE 
DEVICES in my 20 years working here ... and that was due to the 
antennas getting hit by lightning, and one unknown failure. 


These are Level 7 passive mixers, meaning they are designed for 
an LO input of +7dBm and the RF input port rated at +1dBm. This 
RF spec (+1dBm) is for the guaranteed port-to-port isolation, not 
when it destroys. Still, QRP front-end receivers just don't see 
that kind of power on the RF port. (+1dBm is 25QmVrms, while a 
booming S9 signal is still only 50uV). 


I could be wrong, but I find it hard to believe so many of these 
passive mixers can be going bad from my experience. Instead, I 
would suspect the LO drive. It needs to be around +5 to +7dBm of 
LO power (at least 100mVrms = 300mVpp), which is significant. 
Before replacing an SRA or SBL mixer, ensure you have GOBS of 

LO drive power. Much less than the +7dBm, the internal diodes 
just aren't biased on to perform any mixing action. It will 
appear like a dead mixer. 


I'd be interested if anyone has truly found a bad SRA/SBL mixer. 
My experience is they are almost bullet proof (but not lightning 
proof -hi). 


GL, Paul NA5N 


----NATIONAL RADIO ASTRONOMY OBSERVATORY ----- Socorro, New Mexico ----- 
| VLA - Very Large Array Observatory - Worlds largest radio telescope | 
|VLBA - Very Long Baseline Array - even larger 

rate ats (pharden@zia.aoc.nrao.edu) --- (73 de NASN) -------------------- 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: Roger Hightower <n7kt@dancris.com> 

Subject: [20397] Sierra receive "chirp" problem solved 
Message-ID: <338C4BD4.81B@dancris.com> 


Recently I asked for help in solving a problem with a "chirp" in _all_ 
received signals on my Rev. B Sierra. I got a number of informative 


responses, but checking them all didn't work. 


We've all had those late night/early morning flashes of inspiration. 


Well, about 0400 local I woke up and thought "this didn't happen before 
I installed the KC2". Yup....right there in the KC2 manual, page 16, it 
describes the possible problem and a cure. 


Reduced the value of CV to 6 picofarads and the problem went away. 


This is still a truism: "When all else fails, read the manual". Think 
I'll have that tattooed on the back of my soldering hand, :-) 

72/73 de Roger N7KT n7kt@dancris.com Mesa, AZ Grid DM43cj 
NorCal 1099 CoQRP 176 QRP-L 62 G-QRP 9081 ARCI 8946 NE-QRP 383 
AK-QRP 167 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: "Paul Christensen" <paulc@ccse.net> 

Subject: [20385] St. Louis Tuner Problem Solved 
Message-ID: <19970528122434 .AAA1367@ccse.net.ccse.net> 


Problem solved. 


A slightly imperfect board etching resulted in a hair-line path between D1 
and ground. I could only detect the PC board imperfection under extremely 
intense lighting. 


The SLT now works perfectly although the refelcted power into the internal 
dummy load worsens with an increase in frequency. This is typical of a 
non-constant impedance path to the load because of non-shielding of buss 
wire within the enclosure, running RF through a wafer switch, etc. I 
suppose others have encountered this? I ran a seperate ground to the 
circuit ground pursuant to the recommendation on the NorCal web page's 
errata sheet. 


-Paul, W9AC 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: "D.K. Philbin" <dphilbin@slonet.org> 


Subject: [20412] Ticked with my 38S! 
Message-ID: <1.5.4.32.19970528184022 .0067f£9cc@slonet.org> 


My 38S is working fine with the 5 watt mod and the RIT. Now for the Tick 
mod. I am unsure, what with all the mods posted, which mod to follow for the 
TICK chip.I have the 38 Special Consolidated Construction Manual downloaded 
from Norcal..is this the latest? 


Thanks in advance... 


D.K. Philbin KD6TK 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: Clark Savage Turner WA3JPG <turner@safety.ICS.UCI.EDU> 
Subject: [20417] Want MuRata CFJ455 K12 or V12 ceramic filter 
Message-ID: <15726.864847510@safety.ics.uci.edu> 


for the 455 kHz IF. It came stock in the Yaesu FT 102, 

the Kenwood line since the 830, I believe, and may have shown 
up in some Icom gear. It is an SSB filter, 2.7 kHz bandwidth. 
Anyone seen one of these on the used market? I sure would like 
to find one. I have a K13 (center frequency not close enough) 
and a K14 (nasty shape factor), and really want to find the 
K12 or V12. I would appreciate any pointers to one of these, 
they probably come out of rigs where someone put in the IRCI 
filters or some other aftermarket filter in the 455 IF for 
SSB. I have found that allowing my ears to tune out QRM is 
much better for me than using narrow SSB filters that sound 

so restricted. (If I find the MuRata, I may have some IRCI 
SSB filters for sale, hi hi.) 


Thanks. 


Clark 
WA3IPG 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: JAlexan706@aol.com 

Subject: [20380] ZL2AGY ON 30M 

Message-ID: <970528074712_677029729@emout17.mail.aol.com> 


he was on at 1146z and was 569 into Willard,MO. Have a great day. 
73 


KBOPTE 
Wayne 
QRP-L # 1058 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: Raventhorne <jelder@ix.netcom. com> 

Subject: [20376] Re: 10 turn Pots 

Message-ID: <2.2.16.19970527222356.33ffecOa@popd.ix.netcom. com> 


At 09:13 PM 5/27/1997 -0700, Norm Melick wrote: 

>My 38S works great. That is until I attempted to change the 100K tuning 
>pot to a 10 turn 100k pot. Now I keep ruining the 10 turn pots. My 
>girl friend (Tech) asked me, "What is the rating of the pot?" 

> 

>I said, in my professional pilot/Tech+ voice, "I don't know". 

> 

>So the question of the day for us is, When I buy the next (and hopefully 
>last) 10 turn pot, I have a choice between one rated at 2W and one rated 
>at 5W. Which one? 


Looking at the 38s schematic, it appears that the only path to DC ground is 
through the full resistance of the pot--100K. p=v42/r=842/100,000 = 640 
MICROWatts. Have you checked for a short from the wiper to ground? 


72, 


@ John Elder, Ko6TS 

@ PHROG (Pagan Ham Radio Operators' Guild) 
@ Box 232, El Segundo, CA 90245 

@ So many fools, so few comets . 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: Ed Pacyna <pacyna@auratek.com> 

Subject: [20398] Re: 10 turn Pots 

Message-ID: <3.0.16.19970528112103 . 2eb79032@galaxy.auratek.com> 


At 09:13 PM 5/27/97 -0700, Norm Melick wrote: 

>My 38S works great. That is until I attempted to change the 100K tuning 
>pot to a 10 turn 100k pot. Now I keep ruining the 10 turn pots. 

> 


>So the question of the day for us is, When I buy the next (and hopefully 
>last) 10 turn pot, I have a choice between one rated at 2W and one rated 
>at 5W. Which one? 


A 2W 10T pot is fine (only needs to dissipate E%2 / R or 64/100K or 00064 
watts!!). 


>From ohms law the current through the pot is minuscule (80uA). Perhaps the 
wiper arm is not making solid contact with the wire wound resistive core 
(e.g. poor quality pot, oxidation etc.). Measure the voltage as you turn 
the pot. If it doesn't change (from 0 to 8V) it's either a defective pot, 
wired incorrectly (correct wiper terminal?) or the bottom leg is not 
returned to ground. 


There is nothing sacred about using a 100K pot for P1. In fact the toplogy 
and values, 100K tuning pot (P1) and 10K series resistor (R4), are rather 
poor choices for a varactor tuning circuit. 


The purpose of the pot is to provide a variable voltage (i.e. reverse bias) 
to the varactor which will change it's capacitance. The minimum bias level 
should always be greater than the RF potential in the tuned circuit (to 
keep the varactor diode from being forward biased). This is usually done by 
including a resistor in the voltage divider circuit between the bottom of 
the pot and ground. The primary purpose of the series resistor is to 
provide isolation. The use of a lower value pot (e.g. 5K to 50K) for P1 
would promote reliability. A higher value series resistor (100K+) would 
provide far more isolation. 


73 


Ed, W1AAZ 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: Raventhorne <jelder@ix.netcom. com> 

Subject: [20392] Re: 38 Special how to "Zero-Beat" Question 
Message-ID: <2.2.16.19970528070406. 245fcc3e@popd.ix.netcom. com> 


At 08:29 AM 5/28/1997 -0500, Barry Keating wrote: 


> I assume this is normal. Which signal should I tune to to 
>"zero-beat" the station before attempting a call? 


When I zero beat my 38s with a signal, my Tx is several hundred Hz higher in 
frequency. The value of C21 determines how much higher. 


Means I have to tune from the bottom. 
72, 
John 


Q~~~ 

@ John Elder, Ko6éTS 

@ PHROG (Pagan Ham Radio Operators' Guild) 
@ Box 232, El Segundo, CA 90245 

@ So many fools, so few comets . 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: Mike Czuhajewski <wa8mcq@u1.abs.net> 
Subject: Dayton phone scam 


I'll post this here for now instead of QRP-L--there's enough talk going on 
about the Dayton rooms without stirring up things even more :-) 


Got my phone bill today, which included a call home, on my calling card, 
made from the DIS, using the carrier the pay phone defaulted to. Note 
this was not from the room--this is solely the responsibility of the long 
distance carrier. This was from the pay phone in the hallway. 


On the 14th of May I called home and talked to my wife for about three or 
4 minutes. Here are the charges on my bill from "Opticom, Div. of One 
Call Comm": 


2202 hours: 3 minutes, $7.22. Actual results: phone rang and rang and no 
one ever answered. (And it was nowhere near three minutes.) 


2212 hours: 3 minutes, $7.22. Actual results: phone rang and no one ever 
answered. (and less than 3 minutes) 


2313 hours: 6 minutes (which could possibly be the true time), $10.39. 


That's a total of $24.83, before $1.26 in taxes was added on, for a six 
minute phone call and two ring-but-no-answers. 


I tried calling their billing question number, for Zero Plus Dialing, 
which is apparently a billing agent for "long distance carriers", but 
turns out they have no 24 hour operation. But you can bet your [whatever] 


that I'm going to call them tomorrow, as well as the Days Inn South, which 
allows these phones in their lobby! 


Just thought you folks might like to know that the room rates aren't the 
only rip-off job at Dayton :-) 


73 and Queue Our Pea DE WA8MCQ wa8mcq@abs.net 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: "Rick Hadley" <r.hadley@www.mebbs.com> 

Subject: [20399] Re: Dayton phone scam 

Message-ID: <1.5.4.16.19970528101950 .286fdfbOG@www.mebbs. com> 


At 07:10 AM 5/28/97 -0700, KI7MN wrote: 


>>Interestingly, you won't run into this scam in any high-end hotel chain. (but 
>>can still get higher charges than your normal carrier). 
>> 


>I, too, work in the business, and it's tough working with some of these 
>'store-front' companies. Rates are outrageous. 


The answer to all of this of course, is to use your cellphone. After all, 
aren't we all supposed to be WIRELESS wizards?? Sure, you'll probably pay 
$.99/min, but at least you'll know it in advance and can plan your calling 
accordingly. I haven't risked making a call out a hotel room for years. 
‘Course, I sell the things, so I've gotta show the flag. <vbg> 


73,Rick 


Richard W. (Rick) Hadley 
WOFG - Life Member ARRL 
QRP-L #1019 
r.hadley@www.mebbs.com 
The Solutions Store, Ltd. 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: "Bob Follett" <bfollett@ditell.com> 


Subject: [20371] Re: Dayton phone scam (fwd) 
Message-ID: <199705280340.VAA24067@mars.ditell.com> 


Hi Gang: 


Actually, what Mike experienced is, unfortunately, fairly common with the 
lower-end hotels. 


These LD providers come in, market a deal that says, we'll split profits with 
you, just make us the default carrier for the hotel. 


We probably all got hit with the same sort of charges from the DIS. The only 
way around it is to call your carrier, using an 800 number to place the call. 


Once the damage is done, a great deal can still be done. Call them, and tell 
them to reduce the charges to the amount your carrier would have charged, or 
you will file complaints with the FCC, the State public utility commission, 
and the BBB. And...write your congressman --not to mention DAYS INN 
Corporate. 


I work in this business, and know how it works -- some of it ain't pretty. Up 
until about two years ago, they could even block you from reaching your own LD 
carrier, but now thats a federal law. 


Interestingly, you won't run into this scam in any high-end hotel chain. (but 
can still get higher charges than your normal carrier). 


71 1/2, going downhill, Bob 

Bob Follett AB7ST, QRP-L # 129, NorCal, ARCI, 10-10, ARS 
2861 Estates Dr. VOICE: 801.649.6457 

Park City, UT 84060 E-mail: bfollett@ditell.com 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: Mike Czuhajewski <wa8mcq@u1.abs.net> 

Subject: [20381] Re: Dayton phone scam (fwd) 

Message-ID: <Pine.BSI.3.93.970528074948 .25111B-100000@u1.abs.net> 


On Tue, 27 May 1997, Bob Follett wrote: 
Hi Gang: 


> 
> 
> Actually, what Mike experienced is, unfortunately, fairly common with the 
> lower-end hotels. 


There you have it, folks! DIS has now been officially branded as a 
lower-end hotel....not that any of us are surprised :-) 


> These LD providers come in, market a deal that says, we'll split profits with 
> you, just make us the default carrier for the hotel. 


It makes a nice addition to the insurance charges and the daily charge 
for the safe they tack onto the bill. 


Once the damage is done, a great deal can still be done. Call them, and tell 
them to reduce the charges to the amount your carrier would have charged, or 
you will file complaints with the FCC, the State public utility commission, 
and the BBB. And...write your congressman --not to mention DAYS INN 
Corporate. 


VVVV WV 


And threaten to pull our yearly business from them, to boot :-) 


Just a reminder--next year, as Dayton approaches, someone needs to repost 
some of these stories about Dayton this year--the phone ripoffs, the 
insurance surcharge, the safe surcharge (which may be the same thing), and 
remind everyone to watch out for the convention-time ripoffs going on. 
Forewarned, forearmed, all that.... 


73 and Queue Our Pea DE WA8MCQ wa8mcq@abs.net 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: kv7g@juno.com 

Subject: [20390] Re: Dayton phone scam (fwd) 
Message-ID: <19970528.062524.3278.0.kv7g@juno.com> 


Mike 

Not in defense of Day's Inn, but I think you will find that this 
is pretty much a universal practice. I was burned in Las Vegas. 
My home long distance carrier is AT&T, I talked to them about it and they 
said the way around it is to make sure that the operator that answers 
says "AT&T", if they don't then hang up imediately. Or you can dial the 
AT&T operator direct using 1-800 CALL ATT.. 
Everyone is trying to get in our pockets and the bad part is that they 
ARE doing it !! . You have to watch everyone. 
When I cross the street anymore, I look both ways , then look UP and 
still don't feel safe. 


Bud - KV7G 


On Tue, 27 May 1997 21:42:40 -0400 (EDT) Mike Czuhajewski 
<wa8mcq@ul.abs.net> writes: 

>I sent this off to the QRP ARCI BoD and officers to let off some 
>steam, 

>not wanting to bother qrp-1l with it, but then decided I'd do it to 
>qrp-l after all--someone else may have gotten scammed by these folks 
>as well. 


> 
>73 and Queue Our Pea DE WA8MCQ wa8mcq@abs.net 
> 

Sede e he rine Forwarded message ---------- 


>Date: Tue, 27 May 1997 21:36:20 -0400 (EDT) 

>From: Mike Czuhajewski <wa8mcq@u1.abs.net> 

>To: byron Johnson <byron81lcz@aol.com>, 

> Dave Johnson <djohnson@acpub.duke.edu>, Danny Gingell 
><k3tks@abs.net>, 


> Hank Kohl <k8dd@contesting.com>, kt3a@juno.com, 

> Buck Switzer <n8cqa@tir.com>, rgob@tco.infonet.com, 

> rgobrick@worldnet.att.net, Ken Evans <w4du@bellsouth.net>, 

> Jim Stafford <w4qo@america.net>, wa8mcq@abs.net, 

> Mike Bryce <73357.222@compuserve.com>, 

> Chuck Adams <adams@chuck.dallas.sgi.com>, camqrp@cyberg8t.com, 
> Ken Evans <w4du@bellsouth.net>, Monte Stark <ku7y@sage.dri.edu> 
>Subject: Dayton phone scam 

> 

>I'll post this here for now instead of QRP-L--there's enough talk 
>going on 


>about the Dayton rooms without stirring up things even more :-) 

> 

>Got my phone bill today, which included a call home, on my calling 
>card, 

>made from the DIS, using the carrier the pay phone defaulted to. Note 
>this was not from the room--this is solely the responsibility of the 
>long 

>distance carrier. This was from the pay phone in the hallway. 

> 

>On the 14th of May I called home and talked to my wife for about three 
>or 

>4 minutes. Here are the charges on my bill from "Opticom, Div. of One 
>Call Comm": 

> 

>2202 hours: 3 minutes, $7.22. Actual results: phone rang and rang and 
>no 

>one ever answered. (And it was nowhere near three minutes.) 


> 

>2212 hours: 3 minutes, $7.22. Actual results: phone rang and no one 
>ever 

>answered. (and less than 3 minutes) 

> 

>2313 hours: 6 minutes (which could possibly be the true time), $10.39. 
> 

>That's a total of $24.83, before $1.26 in taxes was added on, for a 
>six 

>minute phone call and two ring-but-no-answers. 

> 

>I tried calling their billing question number, for Zero Plus Dialing, 
>which is apparently a billing agent for "long distance carriers", but 
>turns out they have no 24 hour operation. But you can bet your 

>[ whatever] 

>that I'm going to call them tomorrow, as well as the Days Inn South, 
>which 

>allows these phones in their lobby! 

> 

>Just thought you folks might like to know that the room rates aren't 
>the 

>only rip-off job at Dayton :-) 

> 

>73 and Queue Our Pea DE WA8MCQ wa8mcq@abs.net 

> 


VVV WV 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: Bob Hightower <ki7mn@dancris.com> 

Subject: [20393] Re: Dayton phone scam (fwd) 
Message-ID: <199705281410.HAAOQ3309@dancris.com> 


At 09:31 PM 5/27/97 -0600, Bob Follet wrote: 
>Hi Gang: 


>Once the damage is done, a great deal can still be done. Call them, and tell 
>them to reduce the charges to the amount your carrier would have charged, or 
>you will file complaints with the FCC, the State public utility commission, 
>and the BBB. And...write your congressman --not to mention DAYS INN 
>Corporate. 


Too true. You also can let your local telephone company, if they bill for 
these guys, know that you are protesting the charges, and deduct it from the 


bill. The local company (LEC) is only the collection agent in most cases. 

Then go on with dealing with the carrier. 

> 

>I work in this business, and know how it works -- some of it ain't pretty. Up 
>until about two years ago, they could even block you from reaching your own LD 
>carrier, but now thats a federal law. 

> 


There is a thing called equal access, which most carriers and pay phone 
operators ignore. You are supposed to be allowed to access the carrier of 
your choice by dialing their code. There might be some slight surcharge for 
the use of the equipment, though. In future, there will be a charge for 
calling 800/888 numbers from pay phones to compensate the owners for the 
loss of revenue, and that charge will be paid by the long distance provider 
who routes the calls. This cost will of course be passed along in the form 
of higher cost-per-minute LD rates. Can't win. 


>Interestingly, you won't run into this scam in any high-end hotel chain. (but 
>can still get higher charges than your normal carrier). 

> 

> 


I, too, work in the business, and it's tough working with some of these 
'store-front' companies. Rates are outrageous. Another note mentioned use of 
an 800 number to access your carrier. If they have one, by all means find 
out what it is, and use it. Might cost a few pennies more, but much less 
than the charges indicated in the original post. 


73, 

Bob KI7MN (ki7mn@dancris.com) Chandler, AZ Grid DM43bi Lat 33.334500 Long 
-111.87260 

NorCal #1221 ARCI #8918 Qrp-l #271 CQC #274 AK QRP #30 ARRL 

http: //www.dancris.com/~ki7mn 

WIMPS: QSO's=18 30=18 17=0 12=0 States=15/0/0 DX 0/0/0 QSL's=5 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: "Bob Follett" <bfollett@ditell.com> 

Subject: [20401] RE: FDIM 97 Proceedings For Sale 
Message-ID: <199705281607 .KAAQ6442@mars.ditell.com> 


Gang: 
Those of you who did not attend this year's FDIM, but would like a copy of the 


proceedings, including some wonderful papers by LB Cebik, Bill Carver, Joe 
Everhart, George Heron, Dave Benson, and the FDIM Committee, now is the 


opportunity!!! 140 pages of material (And yes, no page numbers :-)). 
Bruce Muscolino, W6TOY/3, w6étoy@erols.com , is now taking orders: 


Post Office Box 9333 
Silver Spring, MD 20916-9333 


A personal check or Int'l MO, Payable to Bruce Muscolino, for $22.00 will 
secure a place in line. Bruce will honor all requests processed on a first 
received first out basis. 


This price includes first class postage within the USA, and Surface mail 
delivery worldwide. Other shipping arrangements, such as air mail, are 
negotiable with Bruce. 


73, Bob, FDIM Administration Chair 

Bob Follett AB7ST, QRP-L # 129, NorCal, ARCI, 10-10, ARS 
2861 Estates Dr. VOICE: 801.649.6457 

Park City, UT 84060 E-mail: bfollett@ditell.com 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: k5zty@juno.com (WILLIAM A STIETENROTH) 

Subject: [20378] Re: Gel-Cell Charger 

Message-ID: <19970528.103002.5223.0.k5zty@juno. com> 


On Mon, 26 May 1997 18:08:21 -0700 (PDT) Michael Vines 
<mvines@pacbell.net> writes: 

>Anyone have a recommendation for a good gel-cell charger/monitor 
>circuit or 

>commercial unit? 

> 

>Tnx, 

> 

>Mike, N6HVP 

> 

> 

> 

Mike, 

One of the best Gel Cell chargers around is the Smart Charger from Jade 
Products listed on page 82 of the May QST. It takes into account the 
amphour rating of the battery and the ambient temperature also. Gel Cells 
are very temperature and overcharge sensitive. A properly charged gel 
cell that is maintained at the proper float voltage can last for 10 years 


or more, but one that is charged too fast and floated a volt too high can 
burn up in a few months. 

The origin of this charger is a circuit by Warren Dion, N1BBH, in the 
June '87 QST. 

Jade Products put out a commercial version lf it soon after. It is also 
featured in the ARRL handbook ,1995 edition, and probably some other 
editions,if you want to build it yourself. I built mine out of the QST 
article and it has worked great . I keep my 12ah gel cell on it all the 
time. 

Good luck, 

Bill, K5ZTY 

Houston, TX 

k5zty@juno.com 

WITHOUT CW, IT'S JUST CB 

ARCI 8817, CQC 178, NOR-CAL 1321, MI 1472, NE 440 

QRP-L 473 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: Stephan Greene <sgreene@washsq.com> 

Subject: [20395] Re: Heathkit and other antique manuals 

Message-ID: <Pine.LNX.3.95.970528104529 .19320D-100000@ftp.washsq.com> 


> I know Danny K3TKS was looking for some Hotwater versions for the 
> Maryland QRP library. 


I have a still-uncompleted-someday-I'11-finish-it-but-not-anytime-soon 
HW9; I have the full manuals for the HW9, WARC kit, and power supply. 
Since I'm in the Washington DC area, the MD QRP library is sort-of local. 


Steve KA1LM 
QRP-L #232 


Stephan A. Greene sgreene@washsq.com 
PGP Public Key 0xB96717F5 1996/10/01 at http://www.washsq.com/~sgreene/ 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: Ken Lopez <kjlopez@earthlink.net> 

Subject: [20425] Re: Index 

Message-ID: <338CA573.6DAA@earthlink.net> 


Jeff, 


For us Index owners, how much is the mixer in the ++, and what is the 
model 4? 


Thanks, 
Ken, N6TZV 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: "Dana H. Myers" <myers@bigboy.West.Sun.COM> 

Subject: [20418] Re: Matching Xtals for Filters 
Message-ID: <Roam.SIMC.2.0.6.864848996 .11021.myers@bigboy> 


Ed Tanton wrote: 


In a word Tim: no. It IS a thought: if you had "perfect pitch" AND a 
receiver that was stable to several cycles short term-or rather for the 
time necessary to compare enough crystals to find your matches... then 
maybe. But I question whether a person can distinguish differences in the 
tens of cycles (OK: Hertz.) Personally I don't think so. I THINK you would 
want crystals as perfectly matched as possible... some of you crystal 
filter gurus can answer that. But overall as to this idea as a method, I 
don't think so. It NEVER hurts to ask Tim. How else are we going to learn. 


VV VV VV VV 


Attemptng to measure each crystal by ear using just a receiver is, as Ed 
says, not going to work well. However, if you wish to match crystals, 
then you can build two identical oscillators, use one as a reference 

and listen to the beat note between the two in your receiver. You can 
accurately detect a beat note below 1Hz and probably above 50 Hz. I'd 
run the oscillators on the bench and tune the receiver for reasonable 
pitch - then listen to the beat note in the pitch. 


I've done this many times to calibrate 10MHz oscillators against WWV, 
with excellent results. 


Dana K6JQ 
Dana@Source.Net 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: rhilto - Robert Hilton <rhilto@acxiom. com> 

Subject: [20420] RE: Matching Xtals for Filters 

Message-ID: <c=US%a=_%p=Acxiom_Corporati%1=P0 - CONWAY -1-970528201100Z-37788@po- 
conway -1.conway.acxiom. com> 


> 

>Dana k6jq wrote >> However, if you wish to match crystals, 
>then you can build two identical oscillators.... You can 
>accurately detect a beat note below 1Hz 


Sounds good in theory, but how do you build two "identical" oscillators? 
Won't the component tolerance affect the beat note? Using a single 
oscillator and a counter takes the tolerances out of the equation. 


Bob Hilton n5x1 


So many fools, so few comets... 
> 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: "Dana H. Myers" <myers@bigboy.West.Sun.COM> 

Subject: [20421] RE: Matching Xtals for Filters 
Message-ID: <Roam.SIMC.2.0.6.864851827 .25686.myers@bigboy> 


Bob N5Xi wrote: 


>Dana k6jq wrote >> However, if you wish to match crystals, 
>then you can build two identical oscillators.... You can 
>accurately detect a beat note below 1Hz 


Sounds good in theory, but how do you build two "identical" oscillators? 
Won't the component tolerance affect the beat note? Using a single 
oscillator and a counter takes the tolerances out of the equation. 


VV VV VV WV 


Sure, component tolerance will affect the absolute frequency of each 
oscillator and the resulting beat note. Using a single oscillator and 
counter is ideal, assuming the counter is accurate and stable. 


It wouldn't be difficult to match one oscillator to the other with 
reasonable precision. Build both oscillators using identical components, 
with the exception that one includes a small amount of trimmer capacitance 
in one (ideally using an air-variable trimmer). Set the trimmer to low 

to mid-range, run the oscillators and note the beat frequency. A beat 
note around 40 Hz is probably just right. Switch the crystals - then 
adjust the trimmable oscillator for the same beat note. Switch the rocks 
back and forth a few times to confirm a very small change in beat note. 


This xsoundsx like it would yield good results, but I haven't tried it 
(yet). 


Note that the trimmer capacitor can be a huge source of temperature 
drift if not chosen carefully, which is why I'd use an air-variable. 
A mica-compression trimmer might be OK, I've never looked at the 
drift specs on them. 


Dana K6JQ 
Dana@Source.Net 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: Ed Pacyna <pacyna@auratek.com> 

Subject: [20422] Re: Matching Xtals for Filters 

Message-ID: <3.0.16.19970528171544 .3£27132a@galaxy.auratek.com> 


>Attemptng to measure each crystal by ear using just a receiver is 
>not going to work well. However, if you wish to match crystals, 
>then you can build two identical oscillators, use one as a reference 
>and listen to the beat note between the two in your receiver. 


Ladder filters require that all loops be resonant at the same frequency. 
This does not however always mean that all crystals should be matched to 
the same frequency. In some designs (like the COHN) the crystals should be 
matched. In this design, all of the coupling capacitors are the same value 
and the loops stay in tune. 


However, other pass-band and stop-band responses or impedance matching may 
be desirable. In these cases the shunt coupling capacitors will be 
different values and the loops will resonate at a different frequencies . 
They must be forced back to the same frequency. This is done either by 
using additional tuning capacitors in the network toplogy (in series with 
the crystal) or staggering the crystal off-sets frequencies (typically the 
outer loops will be resonant at higher frequencies and require a lower 
frequency crystals to compensate). 


Selecting crystals by ear (either relatively or comparatively) is neither 
practical or productive. For example the most direct method of picking the 
4 best crystals out of a lot of 10 would be by measurement with a frequency 
counter. Ten measurements and your done. This applies in the case of 
selecting the 4 nearest to the same frequency or to the required off-sets. 


Another possibility is to use a receiver (with digital dial) to measure and 
record the 10 frequencies. 


73 


Ed, W1AAZ 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: N4JS <n4js@amsat.org> 
Subject: Membership 


Used your Web sign up, and also sent a check for membership about 3 


weeks ago. I have not heard anything. I had emailed a query later, which 
also has not received a response. Anybody there? 


John L. Sielke n4js@amsat.org n4js@pobox.com 


I \l ll | bo. Lt I7 2l) n4js@n4js.ampr.org NJ Grid: FM29LN 
[I ge SU ase cea hh lO o tM cc 8 http://www.qsl.net/n4js 
|_I\_| I_| \L/ |.../ NI-QRP #57 QRP-L #884 QRP-ARCI #9328 


NE-QRP #507 G-QRP #9544 NorCal #1989 QCWA FISTS #2781 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: "Dana H. Myers" <myers@bigboy.West.Sun.COM> 

Subject: [20404] Re: MTP3055E vs MTP3055EL 

Message-ID: <Roam.SIMC.2.0.6.864839383 .32016.myers@bigboy> 


Paul, VE7CQK wrote: 


Just had a frustrating talk with a local supplier with whom I had placed 
an order for several mtp3055e some weeks ago, but somehow the order got 
messed up, so they are not available, but I can get some mtp3055el . As 
I understand it the only significant difference is that with the "e" 

the tab is insulated and with the "el" it is not, meaning I will need to 
use mica insulators etc. I am intending to use them in my qrp-plus and 

a couple of 38s. Can anyone tell me if there are other problems I am 
missing? 


VV VV VV VV 


According to the Motorola data sheet, the MTP3055E is a standard TO-220 
part with the tab attached the FET drain, it is xnot* insulated. 


I haven't looked at the MTP3055EL data sheet, but I'd tend to suspect this 
is a part with a lower Vds drive requirement (perhaps designed to be driven 
fully from 5V). From the few low-drive devices I've looked at, they tend 
to have higher gate capacitances. 


Dana K6JQ 


Dana@Source.Net 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: tahrensi@juno.com (Tim H. Ahrens) 

Subject: [20424] Re: No subject given 

Message-ID: <19970528.163143.8727.5.tahrens1@juno.com> 
Do you tune pianos too? 


hehe 


Tim W5FN 


On Wed, 28 May 97 13:58:57 -Q800 tim_hynde@idecc.com writes: 


> 

> 

> Gang: 

> 

> Don't laugh out loud but: 

> 

> When hand picking crystals for a filter network, can you do it by 
>ear? 

> That is to say, can you plug them into an oscillator circuit and 
> listen on a receiver for the ones closest in tone? Or are you 
>looking 

> for much more precision? 

> 

> How close should they be to each other? What can I expect? 

> 

> What if I just use four from the same batch? If they are off a 


>little 
how much will it affect the final result? 


Tim, ka8ddz 


VV VV VV V VV 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 


From: Ed Tanton <n4xy@bellsouth.net> 
Subject: [20416] Re: QRP+ - fix-the adventure 
Message-ID: <3.0.1.32.19970528152636.009ad310@mail.atl.bellsouth.net> 


Does anyone have the slightest idea why the mixer was epoxied down-as a 
manufacturing procedure???? 


72/73 

Ed Tanton N4XY ~~~. EMAIL: ndxy@bellsouth.net 

189 Pioneer Trail 

Marietta, GA 30068-3466 TEL: (770)579-3933 V/MBX/FAX 

ORP-ARCI #7663. G-ORP #6779 OK-ORP #172  QRP-L #758 

AdvRC #140 NORCAL #1779 NCDXF SEDXC 
Life Member: ARRL AMSAT INDEXA QCWA 


INTERESTS: DX  QRP BoatAnchors Test Equipment Photography 
CW: 99.9% QRP: 95-100% (Mood swings!) Mercury Paddle #0214 


"Think you can, think you can't: either way you're right!" Henry Ford 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: CompuServe Postmaster <postmaster@compuserve.com> 
Subject: Undeliverable Message 


Receiver not found: 74602.3317 


Your message could not be delivered as addressed. 
--- Message From Postmaster --- 
Subject: Addressing CompuServe Mail users 


Please contact postmaster@compuserve.com if you need additional formatting 
information for other types of addresses. 


Cordially, 
The Electronic Postmaster 


--- Returned Message --- 


Sender: n4js@amsat.org 
Received: from admin.cyberenet.net (admin.cyberenet.net [204.213.252.6]) by hil- 
img-1.compuserve.com (8.6.10/5.950515) 

id RAAOQ9714; Wed, 28 May 1997 17:39:29 -0400 
Received: from jsielke.ppp.cyberenet.net [206.106.174.44] 
by admin.cyberenet.net with smtp (Exim 1.61 #7) 

id OwWqNe-00013K-00; Wed, 28 May 1997 17:35:38 -0400 
Sender: jsielke@cyberenet.net 
Message-ID: <338CA4A9.61D67A75@amsat.org> 
From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 
From: Frank McCrackin <wb6lma@cdsnet.net> 
Subject: [20368] Re: Vertical Polarized Antennas 
Message-ID: <199705280228.TAA15901@mail.cdsnet.net> 


At 10:58 AM 5/27/97 GMT, you wrote: 

> 

>Hi Frank, 

> 

>What if I could get up a 30 mtr half square about 35-38 feet at the top 
>corners, feed it with 450 ohm twinlead. Any advantage over the 20 half Sq 
>for multiband use? I have a beam on 20, so a 30 mtr HS makes more sense if 
>it will work on more than one band, especially 40-30. Comments. And thank 
>you for your time. 

> 

>73, 

>Jim 

>AL7FS 

>Anchorage, Alaska 

> 

>Oh, would it work to feed it with 450 ohm, and near the entry to the house, 
add 

>a 4:1 balun, 5-8 feet of coax and then tune it with an LDG autotuner? 

> 

>Jim 

> 

Jim, a couple of thoughts. First, if the antenna is tuned for 30M, it should 
work on both 40 and 20M. On 30m, could be fed with coax at the corner with no 
tuner -- the coax should leave the corner at right angles to the vertical 

for aways, ideally about 1/4 wavelength. Fed as you propose, 40 - 20, should be 
within the range of an LDG autotuner. Have one myself and really like it 

but haven't tried the particular arrangement you suggest. 

CUL, 

72, Frank - WB6LMA 


QRP ARCI #8959 NORCAL QRP #1387 G-QRP #9082 QRP-L #542 CQC #333 ARS #115 
Lat. 42.2240 Long. 123.1671 Grid CN82HL NE-QRP #485 

Frank McCrackin 

Address: 180 Calvert Drive E-MAIL: wb6lma@cdsnet.net 


QTH: Grants Pass, OR 97526 FAX: 541-476-1600 Phone: 541-476-8240 


From owner-qrp-l@Lehigh.EDU Wed May 28 18:03:45 1997 

From: "j.w. thornton" <dub@oklahoma.net> 

Subject: [20396] Re: ZL2AGY ON 30M 

Message-ID: <3.0.32.19970528094847 .00c91944@okc.oklahoma.net> 


At 07:47 AM 5/28/97 -0400, you wrote: 

>he was on at 1146z and was 569 into Willard,MO. Have a great day. 

> 

Worked him yesterday on the 38S QRO @5W, promptly followed by JH7JVJ about 
12:30Z. ZL2AGY was a bit slow coming back to my call, and when I told him 
I was homebrew @5W, he reported that my RIT was working well on my rig, as 
I was 1.2khz off his calling freq. hi. I told him it was purely op error, 
(I dont have RIT) but did not relate to him that I had gotten excited at 
hearing a ZL calling CQ, and had tuned him in on the wrong sideband of my 
rig. One more argument for a better filter, but what a great lil rig, the 
38S. "72" 

Dub WASYFY 

J. W. (Dub) Thornton 

QRP-1 # 159 

ARCI #6982 

NW QRP # 427 

Minco, Okla. 73059 


